Panasonic 


RP-HC720 

Travel-Fold Design 

Technical Features 

The Panasonic RP-HC720 over ear noise canceling headphones are durable 
and lightweight. It is designed with ergo-design earpads which gives a long 
listening comfort. With this device, irritating background noises is eliminated, 
delivering a pleasant listening experience every time. 

It reduces outside noise by 95% (26dB). Also its High quality diaphragm 
reproduces pure & precise sound. This headphones combines outstanding 
sound quality to provide a superior listening experience. The RP-HC720 cans 
feel fairly sturdy, and the included case is rigid enough to provide good 
protection. It provides 34 hours long operation time with 1 x AAA Alkaline 
battery. 

RP-HC720 Features: 

• Noise Canceling Headphones 

• Travel Fold Design 

• Neodymium Magnet Type 

• Ergonomic Design Earpads 

• Noise Canceling Technology 

- Reduces Noise By 95% (26dB) 

• Impedance: 71 ohms 

• Max Power Input: 1 ,000mW 

• Frequency Response: 10Hz-30KHz 

• High Quality Diaphragm 

• 34 Hours Long Operation Time 

• Reproduces Pure & Precise Sound 

• Gives Long Listening Comfort 

• 24K Gold-Plated Stereo Plug 


